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THIS SCHEMATIC IS FURNISHED ONLY FOR TEST AND MAINTENANCE PURPOSES. THE 
CIRCUITS ARE PROPRIETARY IN NATURE AND SHOULD BE TREATED ACCORDINGLY. 
COPYRIGHT 19«4 BY DIGITAL EQUIPMENT CORPORATION 
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UNLESS OTHERWISE INDtCATED: 
RESISTOHS ARE l/4W{ 5% 
DIODES ARE D-664 
CAPACITORS ARE MMFD 
TRANSISTORS ARE DEC2894-IB 



DRN. 

A . OUELLCTTC 


CHK'D 

N. FERRYMAN 


ENG. 
R.DOANC 


PROD. 


DATE 
6-10-641 


DATE 
6-12-64 


DATE 
6-12-64 


DATE 


TRANSISTOR & DIODE CONVERSION CHART 


DEC 


DEC2t94-IB 


0664 


0662 


EIA 


NONE 


1N3606 


IN64a 


DEC 


EIA 


mm 

EQUIPMENT 
CORPORATION 

MAYNARD, MASS ACHOSCTT* 


TITLE 


FOUR FLIP-FLOPS B204 


SIZE 

B 


CODE 

cs 


NUMBER 

B204-0-I 


PRINTED CIRCUIT REV. 


B 


REV. 

B 


or 


